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ters v. Pumps and Wells etc. vi. Tesks and
cost of operations and method of recording
them.
6. In the Electrical Department: i. Generator
Motor ii. Transformers and Switch Board
iii. Tasks and cost of -operations and method
c. In the Mill Department: i. Blow Room and
Cards ii. Split Frames and Spins iii. Wind-
ing iv. Warping v. Sizing vi. Weaving vii.
Wear-housing viii. Dyeing and Bleaching
ix. Tasks and cost of operations and method
of recording them.
4.  When attached to a District Power Station the
students must study:
a. In the Mechanical Department: i. Diesel En-
gine ii. Cooling system iii. Pumps iv. Tasks
and cost (of operations and method of record-
ing them.
&. In the Electrical Department: i. Generator
ii. Motor iii. Transformer iv. Switch Gear
v. Meters vi. Bus-bars vii. High and low
tension mains viii. Sub-stations ix. Tasks
and cost of 'operations and method of record-
ing them.
5.  When attached to an Administrative Office the
students must study:
a.  Office routine: i. Receiving letters ii Inward
and Outward Diary iii. Recording iv. Ob-
obtaining orders. '
b.  Correspondence: i. Current forms ii. Draft-
ing Notes iii. Drafting Letters iv. Filing.
c.  Accounting: i. Receiving    cash    ii. Rough
cash book iii. Imprest cash book iv. Cash
book v. Compiling accounts.